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1. PURE AND APPLIED SCIENCE (Phase I, 1961, Phase I, 1964) 8. UNIVERSITY LIBRARY (1958) 45. ADMINISTRATION BUILDING (1857) 

2. NURSING DEPARTMENT 9. SAINT DENIS HALL (Enlarged 1948) 16. AUDITORIUM (Proposed) 

3. BIOLOGY GREENHOUSES 10. UNIVERSITY CENTRE (1961) 17. ASSUMPTION PARISH, CHURCH (First Church 1748) 
4. SCHOOL OF BUSINESS ADMINISTRATION 11, CODY HALL: MEN’S RESIDENCE (1962) 18. HOLY REDEEMER COLLEGE 

5. MEMORIAL SCIENCE ADMINISTRATION 12. SAINT MICHAEL’S HALL (1915) 19. CANTERBURY COLLEGE 

6. SCIENCE ANNEX 13. ADMINISTRATION BUILDING (Proposed) 20. ELECTA HALL: WOMEN’S RESIDENCE (1958-63) 
7. DILLON HALL, ARTS 14. ORIGINAL BUILDING (1857) 


